Fwd: Proposed vetting schedule for MHU(May 18... 


Subject: Fwd: Proposed vetting schedule for MHU(May 18th-22nd) 
From: "Renee (Cecelia) Shackelford" <renee.shackelford@lacity.org> 
Date: 5/15/20, 5:28 PM 

To: Elizabeth Carlin <elizabeth.carlin@lacity.org> 


Hi Liz, 

Here is the schedule for next week for the mobile hygiene units. 


Much Appreciated, 

Renee 

C. Renee Shackelford 

PWB Building-SRSSD-Community Services Group (CSG) 
City Council Liaison for Council Districts 8, 9,10, & 11 
1149 S. Broadway, 5th Floor (Mail Stop 521) 

213.485.3023 T / 213.485.2961 F / 
Renee.Shackelford@lacity.org 


“Service doesn't have to be big and grandiose to be meaningful and make a difference.'' 
Cheryl A. Esplin 


__u 


www.lacitvsan.org 

www.facebook.com/lacitvsan 

www.twitter.com/lacitvsan 


-Forwarded message- 

From: Gabriel Miranda < aabriel.miranda@lacitv.orq > 

Date: Fri, May 15, 2020 at 3:44 PM 

Subject: Re: Proposed vetting schedule for MHU(May 18th-22nd) 

To: Cecelia Shackelford < renee.shackelford@lacitv.ora >. lasmin Mouflard- 
Kozowy < iasminhvqiene@amail.com > 

Cc: Jorge Nesta c iorqe.nesta@lacitv.org >. Ruben Leon < ruben.leon@lacitv.org > 


Removing Ranae and adding Renee. 

On Fri, May 15, 2020 at 3:03 PM Jasmin Mouflard- Kozowy 

< iasminhvaiene@amail.com > wrote: 
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Hi Team, 

Please see the below proposed vetting schedule for next week inside CD10 
&9. 

*We will need a vector truck for all of these sites. 

Monday: 101 W 33rd St CD 9 
Tuesday: 800 S Serrano Ave CD 10 

Wednesday: 601 S Ardmore Ave CD 10 

Thursday: TBC- 6099 Dauphin St : Waiting on confirmation from CD/Renee. 

Friday: TBC- 4400 S Avalon Blvd : Waiting on Ruben and Mike Mullens to confirm 
its safe. 

@Gabe and Renee- again late notice but do you think DOT could post for these 
sites? 

If we run into any issues at these sites please pivot the team to 38th and 

Broadway (151 W 38th St) w Ham 

Thank you and enjoy your weekend! ire A 

Jasmin Mouflard-Kozowy 2137135228 

Water, sanitation & hygiene specialist jasminhygtene@gmail.com 

Care Program | LASAN. Los Angeles Mayors Office 9 Public Worics Building . Los Angeles 
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601 S Ardmore Ave 


Los Angeles, California 


Google 
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Please excuse any typos 
sent from my iPhone 
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